From:  Rauscher,  Jon 

Location:  R6-ConfRm-East-1  OBI  5/R6 — 1 0th-Floor 

Importance:  Normal 

Subject:  FW:  Gold  King  - EU 

Start  Date/Time:  Mon  8/1 0/2015  4:00:00  PM 

End  Date/Time:  Mon  8/1 0/2015  4:30:00  PM 

fyi 


Original  Appointment 

From:  Rauscher,  Jon 

Sent:  Sunday,  August  09,  2015  6:23  PM 

To:  Rauscher,  Jon;  Black,  Ned;  Delgado,  Eric;  Hiatt,  Gerald;  Keteles,  Kristen;  McKean,  Deborah; 
Nattis,  Randy;  OBrien,  Wendy;  Turner,  Philip;  Wall,  Dan 
Cc:  david.crow@westonsolutions.com;  kris.fuller@westonsolutions.com 
Subject:  Gold  King  - EU 

When:  Monday,  August  10,  2015  11:00  AM-11:30  AM  (UTC-06:00)  Central  Time  (US  & Canada). 
Where:  R6-ConfRm-East-10B15/R6— lOth-Floor 


Call  in  number  - 


Nonresponsive  Conference  Code 


Code  - 


Nonresponsive  Conference  Code 


Topics: 

Sampling  plans  for  surface  water,  sediment,  groundwater,  drinking  water 
Evaluating  data  and  data  interpretation 
Screening  levels 
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